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STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 


(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1992 


1 

June 


Year  Month 


Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

Tonnes 

Grade 

Tonnes 

Grade 

Mined 

2,852,496 

11.32 

MinpH 

1 VI II  leu 

10,437,031 

11.06 

r I ULcoocU 

2,852,496 

12.16 

Prn^QC  carl 

r  rocessea 

11,286,433 

10.96 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10m 

GWh 

10m 

GWh 

Pi  irfhacoH 

rui  i^i  idbcu 

19,517.9 

12.9 

Pi  irr'hacorl 

rui  oi  idocu 

94,327.0 

26.5 
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0.0 

27.7 

Ucl  Icl  a  IcU 

0.0 

112.1 

19,517.9 

40.6 

94,327.0 

138.6 

Plant  Use 

11,482.4 

40.6 

Plant  Use 

25,598.0 

138.6 

Further 

Further 

Processing 

6,740.3 

0.0 

Processing 

68,729.0 

0.0 

Flared 

1,295.2 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

0.0 

0.0 

19,517.9 

40.6 

94,327.0 

138.6 
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1992  June 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 
Crude  Oil 

3 

m 

Other 
Hydro 
-Carbons 
3 

m 

Coke 
tonnes 

Sulphur 
tonnes 

Bitumen 
3 

m 

Distillate 
3 

m 

Suncor 

Diluent 

Nanhtha 

Open.  Inv. 

1 82  883  2 

40,147.0 

3  110  096 

1 26  688 

1  Mm  \J  /  UUU 

43,1 17.2 

38  838  9 

Production 

187,370.3 

(C) 

7,261 .6 

(D) 

64,41 8 

6,523 

(B) 

270,263.6 

307,207.5 

Clos.  Inv. 

169,257.4 

45,634.7 

3,125,410 

126,688 

37,622.3 

32,702.6 

200,996.1 

1,773.9 

49,104 

6,523 

275,758.5 

313,343.8 

Further 

Processing 

0.0 

0.0 

0 

0 

0.0 

0.0 

Fuel 

4,345.7 

0.0 

0 

0 

275,758.6 

274,981.2 

Flared/Waste 

0.0 

1,773.9 

0 

293 

0.0 

0.0 

Met.  Diff. 

2,236.8 

0.0 

49,104 

0 

(0.1) 

1,997.2 

Deliveries 

194,413.6 

0.0 

0 

6,230 

0.0 

36,365.4 

200,996.1 

1,773.9 

49,104 

6,523 

275,758.5 

313,343.8 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

27,906 

75,945 

1 1,651,691 

10,496 

448,201 

119,575 
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0 

0 

0 

0 
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0 
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(D) 

131,294 

41,796 

(B) 

1,129,395 

956,997 

Plo<>  Inv 

25,269 

76,205 

1 1,782,985 

10,283 

436,499 

129,062 

948  057 

5,633 

o 

42,009 

1,141,341 

947,510 

Further 

Prnroccinn 
r  i  ULuooiny 

o 

0 

o 

o 

1,141,342 

974,517 

Fuel 

6,460 

0 

0 

0 

0 

0 

Flared/Waste 

0 

5,633 

0 

0 

0 

0 

Met.  Diff. 

5 

0 

0 

0 

(1) 

(27,007) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

941,592 

0 

0 

42,009 

0 

0 

948,057 

5,633 

0 

42,009 

1,141,341 

947,510 

Bitumen  Synthetic  Plant  Operations 
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1992  June 


Year  to  Date 

Suncor  Syncrude 
Oil  Sands  Oil  Sands 


Tonnes 

Grade 

Tonnes 

Grade 

Mined 

19,915,149 

11.82 

Mined 

56,899,808 

10.52 

Processed  19,914,648  11.50  Processed  57,495,102  10.51 


External  Energy  External  Energy 

Gas  Electric                                                             Gas  Electric 

3   3  3  3 

10  m  GWh                                                      10  m  GWh 


Purchased  104,352.3  58.1 

Generated  0.0  214.0 

f0473~5273  272.1 


Purchased  583,856.0  128.0 

Generated  _0.0         _  652.2 

~~583,~856.0  "780.2" 


Plant  Use 
Further 

Processing 
Flared 
Metering 

Difference 


51,173.6 

43,886.4 
9,292.2 

(0.1) 


272.1 

0.0 
0.0 

0.0 


Plant  Use 
Further 
Processing 
Flared 
Metering 
Difference 


104,352.1 


272.1 


234,884.0 

348,972.0 
0.0 

0.0 

583,856.0" 


780.2 

0.0 
0.0 

_0.0 
780.2" 
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Year  to  Date 


Operator  Products  Intermediates 


Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 
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o 

Q 
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3 

3 

m 

m 
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m 

m 
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Diluent 

Naphtha 

Open.  Inv. 

69,263.6 

47,568.8 

3,383,324 

126,143 

46,118.4 

6,044.0 

Production 

1,542,490.1 

14,990.4 

481,481.0 

58,264 

2,052,598.0 

1,816,307.4 

Clos.  Inv. 

169,257.4 

45,634.7 

3,125,410 

126,688 

37,622.3 

32,702.6 

1,442,496.3 

16,924.5 

739,395 

57,719 

2,061,094.1 

1,789,648.8 

Further 
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n 
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1,442,496.4 

16,924.5 

739,395 

57,719 

2,061 ,094.1 

1,789,648.8 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

45,770 

69,251 

11,107,805 

9,713  0 

455,245 

97,276 

Fr.  Suncor 

0 

0 

0 

0 

106,957 

0 

Production 

4,959,341  (C) 

37,700  (D) 

675,180 

212,124  (B) 

5,713,051 

4,876,561 

Clos.  Inv. 

25,269 

76,205 

11,782,985 

10,283 

436,499 

129,062 

4,979,842 

30,746 

0 

211,554 

5,838,754 

4,844,775 

Further 

Processing 

0 

0 

0 

0 

5,838,757 

4,964,543 

Fuel 

38,856 

0 

0 

0 

0 

0 

Flared/Waste 

0 

30,745 

0 

0 

0 

0 

Met.  Diff. 

37 

1 

0 

0 

(3) 

(119,768) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

4,940,949 

0 

0 

211,554 

0 

0 

4,979,842 

30,746 

0 

211,554 

5,838,754 

4,844,775 

fit.  A  3  S3 
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STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 


(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1 


1992  July 


Year  Month 


Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

Tonnes 

Grade 

Tonnes 

Grade 

Mined 

3,541,867 

12.33 

Mined 

12,384,373 

10.73 

Processed 

3,514,867 

12.33 

Processed 

10,872,990 

10.65 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10m 

GWh 

10m 

GWh 

Purchased 

17,986.5 

17.5 

Purchased 

89,593.0 

28.1 

Generated 

0.0 

28.4 

Generated 

0.0 

107.8 

17,986.5 

45.9 

89,593.0 

135.9 

Plant  Use 

7,869.9 

45.9 

Plant  Use 

18,564.0 

135.9 

Further 

Further 

Processing 

8,740.9 

0.0 

Processing 

71,029.0 

0.0 

Flared 

1,375.8 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

(0.1) 

0.0 

Difference 

0.0 

0.0 

17,986.5 

45.9 

89,593.0 

135.9 

Bitumen  Synthetic  Plant  Operations 
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1992  July 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Naphtha 

Open.  Inv. 

1 69,257.4 

45,634.7 

3,125,410 

126,688 

37,622.3 

32,702.6 

Production 

OQQ  /I  O  Q  1 

(C) 

1  1  coo  a  /r»\ 
11,boz.4  (D) 

87,991 

1 2,487 
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OQ  PM7  R 

328,633.7 

10,703.4 

50,786 

12,487 

376,667.2 

316,308.3 

Further 

Processing 

0.0 

0.0 

0 

0 

376,667.2 

315,996.3 

Fuel 

4,899.7 

10,703.4 

50,786 

0 

0.0 

502.6 

Flared/Waste 

0.0 

0.0 

0 

398 

0.0 

0.0 

Met.  Diff. 

176.0 

0.0 

0 

0 

0.0 

(190.6) 

Deliveries 

323,558.0 

0.0 

0 

12,089 

0.0 

0.0 

328,633.7 

10,703.4 

50,786 

12,487 

376,667.2 

316,308.3 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

zo,zoy 
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1  1    TOO  QQC 

i  1 ,  /oz,yoo 

1  r\  OQQ 
I  U,Zoo 

A  Oft  A  QQ 
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1  oq  nfto 
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rr.  utner 
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n 
U 

U 

u 

u 

Production 

yuu,jyo 
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I  Z  I  ,  I  zo 
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i  ,uoo,  /oy 
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1  U,OOD 
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U 
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1  ,U44,0  /O 
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Further 

Prorp^inn 

o 

0 

0 

0 

1,044,577 

914,571 

Fuel 

3,926 

0 

0 

38,429 

0 

0 

FlaredA/Vaste 

0 

5,446 

0 

0 

0 

0 

Met.  Diff. 

(9) 

0 

0 

0 

(1) 

10,536 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

891,726 

895,643 

5,446 

0 

38,429 

1,044,576 

925,107 

Bitumen  Synthetic  Plant  Operations 
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1992  July 


Year  to  Date 


Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

Tonnes 

Grade 

Tonnes 

Grade 

Mined 

23,457,016 

11.84 

Mined 

69,284,181 

10.52 

Processed 

23,429,515 

11.71 

Processed 

68,368,092 

10.51 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

122,338.8 

75.6 

Purchased 

673,449.0 

156.1 

Generated 

0.0 

242.4 

Generated 

0.0 

760.0 

122,338.8 

318.0 

673,449.0 

916.1 

Plant  Use 

59,043.5 

318.0 

Plant  Use 

253,448.0 

916.1 

Further 

Further 

Processing 

52,627.3 

0.0 

Processing 

420,001.0 

0.0 

Flared 

10,668.0 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

(0.2) 

0.0 

Difference 

0.0 

0.0 

122,338.6 

318.0 

673,449.0 

916.1 

Bitumen  Synthetic  Plant  Operations  4 

1992  July 


Year  to  Date 


Operator  Products  Intermediates 


Svnthptip 

Othpr 

VV LI  ICI 

1 1  nhi  ir 
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Ri1"i  imoi~i 

Diet  ilH  t  f» 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 
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Diluent 

Naphtha 
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AfZ  1  1fi  A 

PrnHi  irtinn 

1  840  918? 

9fi  R79  R 

RRQ  4.79 

70  7R1 
/  U,  /  O  1 
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9  1T9  7R0  fi 

,  1  OO,  /  uu.u 

Clos.  Inv. 

139,051.8 

46,613.7 

3,162,615 

126,688 

42,390.2 

39,847.5 

1,771,130.0 

27,627.9 

790,181 

70,206 

2,437,761.3 

2,105,957.1 

Further 

Processing 

0.0 

0.0 

0 

0 

2,162,002.9 

1,731,976.6 

Fuel 

30,582.1 

10,703.4 

365,626 

0 

275,758.6 

279,492.9 

Flared/Waste 

0.0 

16,924.4 

0 

3,065 

0.0 

0.0 

Met.  Diff. 

(68.0) 

0.1 

424,555 

(1) 

(0.2) 

2,356.4 

Deliveries 

1,740,615.9 

0.0 

0 

67,142 

0.0 

92,131.2 

1,771,130.0 

27,627.9 

790,181 

70,206 

2,437,761.3 

2,105,957.1 

Syncrude 

Diluent 

rMapnuia 

Dnon  ln\/ 

4*5  770 

69,251 

1 1  1 07  805 

9,713 

455,245 

97,276 
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o 
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Tfi  1  99 

OO,  1  z) 

o 

249  983 

6  883  330 

\J  yUUw  ;  www 

5  769  882 

Further 

Processing 

0 

0 

0 

0 

6,883,334 

5,879,114 

Fuel 

42,782 

0 

0 

38,429 

0 

0 

Flared/Waste 

0 

36,191 

0 

0 

0 

0 

Met.  Diff. 

28 

1 

0 

0 

(4) 

(109,232) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

5,832,675 

0 

0 

211,554 

0 

0 

5,875,485 

36,192 

0 

249,983 

6,883,330 

5,769,882 

/?/ .  A  3ST3 
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should  be  directed  to  the  Board's 
Statistics  Department  at  (403)  297-2537. 


STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 


(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1 


Suncor 
Oil  Sands 


Tonnes 

Grade 

Mined 

3,487,518 

11.97 

Processed 

3,487,518 

11.97 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

19,375.2 

17.1 

Generated 

0.0 

29.4 

19,375.2 

46.5 

Plant  Use 

8,435.1 

46.5 

Further 

Processing 

9,584.1 

0.0 

Flared 

1,356.0 

0.0 

Metering 

Difference 

0.0 

0.0 

19,375.2 

46.5 

1 992  August 


Year  Month 


Syncrude 
Oil  Sands 


Tonnes 

Grade 

Mined 

10,570,507 

10.55 

r  rocessea 

10,768,325 

10.58 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

82,719.0 

21.2 

Generated 

0.0 

114.0 

82,719.0 

135.2 

Plant  Use 

8,732.0 

135.2 

Further 

Processing 

73,987.0 

0.0 

Flared 

0.0 

0.0 

Metering 

Difference 

0.0 

0.0 

82,719.0  135.2 


Bitumen  Synthetic  Plant  Operations 


2 


1 992  August 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Nanhtha 

Open.  Inv. 

139,051 .8 

46,613.7 

3  1 62  61 5 

1 26  688 

42,390.2 

39  847  5 

Production 

345,023.0 

(C) 

12,160.3 

(D) 

86,806 

12,587 

(B) 

358,939.9 

327,829.6 

Clos.  Inv. 

155,209.1 

47,345.3 

3,198,808 

126,688 

29,734.0 

9,436.1 

328,865.7 

11,428.7 

50,613 

12,587 

371,596.1 

358,241.0 

Further 

Processing 

0.0 

0.0 

0 

0 

371,596.1 

358,234.2 

Fuel 

18,459.0 

11,428.7 

50,613 

0 

0.0 

0.0 

Flared /Waste 

0.0 

0.0 

0 

444 

0.0 

0.0 

Met.  Diff. 

108.4 

0.0 

0 

0 

0.0 

6.8 

Deliveries 

310,298.3 

0.0 

0 

12,143 

0.0 

0.0 

328,865.7 

11,428.7 

50,613 

12,587 

371,596.1 

358,241.0 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

30,021 

73,561 

1 1,904,1 1 1 

10,635 

447,692 

73,455 

Fr.  Other 

0 

0 

0 

0 

0 

0 

Production 

937,716 

(C) 

6,646 

(D) 

133,297 

40,567 

(B) 

1,033,311 

943,142 

Clos.  Inv. 

28,670 

74,871 

12,037,408 

10,580 

343,130 

83,387 

939,067 

5,336 

0 

40,622 

1,137,873 

933,210 

Pi  i rthor 
rui  Li  i ci 

Processing 

0 

0 

0 

0 

1,137,873 

925,942 

Fuel 

6,046 

0 

0 

40,622 

0 

0 

Flared/Waste 

0 

5,336 

0 

0 

0 

0 

Met.  Diff. 

2 

0 

0 

0 

0 

7,268 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

933,019 

0 

0 

0 

0 

0 

939,067 

5,336 

0 

40,622 

1,137,873 

933,210 

Bitumen  Synthetic  Plant  Operations 


3 


1 992  August 


Year  to  Date 


Suncor  Syncrude 
Oil  Sands  Oil  Sands 


Tonnes 

Grade 

Tonnes 

Grade 

Mined 

26,944,534 

11.86 

Mined 

79,854,688 

10.82 

Processed 

26,917,033 

11.86 

Processed 

79,136,417 

10.83 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

141,714.0 

92.7 

Purchased 

756,168.0 

177.3 

Generated 

0.0 

271.8 

Generated 

0.0 

874.0 

141,714.0 

364.5 

756,168.0 

1,051.3 

Plant  Use 

67,478.6 

364.5 

Plant  Use 

262,180.0 

1,051.3 

Further 

Further 

Processing 

62,211.4 

0.0 

Processing 

493,988.0 

0.0 

Flared 

12,024.0 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

0.0 

0.0 

141,714.0 

364.5 

756,168.0 

1,051.3 

Bitumen  Synthetic  Plant  Operations 


4 


1 992  August 


Year  to  Date 


Operator  Products  Intermediates 


Svnttiplir* 

Othor 

L.oKe 

Sulphur 

Bitumen 

uisunaie 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Naphtha 

Open.  Inv. 

69,263.6 

47,568.8 

3,383,324 

126,143 

46,1 18.4 

6,044.0 

Production 

2,278,072.4 

38,833.1 

656,278 

83,338 

2,792,973.0 

2,467,590.2 

Clos.  Inv. 

155,209.1 

47,345.3 

3,198,808 

126,688 

29,734.0 

9,436.1 

2,192,126.9 

39,056.6 

840,794 

82,793 

2,809,357.4 

2,464,198.1 

Further 

Processing 

0.0 

0.0 

0 

0 

2,809,357.6 

2,365,192.0 

Fuel 

120,893.0 

15,746.1 

465,343 

0 

0.0 

4,511.7 

Flared/Waste 

0.0 

23,310.4 

0 

3,509 

0.0 

0.0 

Met.  Diff. 

278,624.6 

0.1 

375,451 

(1) 

(0.2) 

2,363.2 

Deliveries 

1,792,609.3 

0.0 

0 

79,285 

0.0 

92,131.2 

2,192,126.9 

39,056.6 

840,794 

82,793 

2,809,357.4 

2,464,1 98.1 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

45,770 

69,251 

11,107,805 

9,713 

455,245 

97,276 

Fr.  Suncor 

0 

0 

0 

0 

106,957 

0 

Production 

6,797,452  (C) 

47,148  (D) 

929,603 

291,472  (B)  7,802,131 

6,689,203 

Clos.  Inv. 

28,670 

74,871 

12,037,408 

10,580 

343,130 

83,387 

6,814,552 

41,528 

0 

290,605 

8,021,203 

6,703,092 

Further 

Processing 

0 

0 

0 

0 

8,021,207 

6,805,056 

Fuel 

48,828 

0 

0 

79,051 

0 

0 

Flared /Waste 

0 

41,527 

0 

0 

0 

0 

Met.  Diff. 

30 

1 

0 

0 

(4) 

(101,964) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

6,765,694 

0 

0 

211,554 

0 

0 

6,814,552 

41,528 

0 

290,605 

8,021,203 

6,703,092 

ERCB  ST  92-39 
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STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 

(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1 


Suncor 
Oil  Sands 


Tonnes 

Grade 

Mined 

3,517,951 

11.59 

Processed 

3,517,951 

11.59 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

21,147.6 

17.6 

Generated 

0.0 

28.3 

21,147.6 

45.9 

Plant  Use 

11,199.6 

45.9 

Further 

Processing 

8,207.9 

0.0 

Flared 

1,740.1 

0.0 

Metering 

Difference 

0.0 

0.0 

21,147.6 

45.9 

1 992  September 


Year  Month 


Syncrude 
Oil  Sands 


Tonnes 

Grade 

Mined 

10,702,819 

10.88 

Processed 

10,074,047 

10.80 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

64,575.0 

12.1 

Generated 

0.0 

101.8 

64,575.0 

113.9 

Plant  Use 

11,845.0 

113.9 

Further 

Processing 

52,730.0 

0.0 

Flared 

0.0 

0.0 

Metering 

Difference 

0.0 

0.0 

64,575.0  113.9 


Bitumen  Synthetic  Plant  Operations 


2 


1 992  September 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Naphtha 

Open.  Inv. 

155,209.1 

47,345.3 

3,198,808 

126,688 

29,734.0 

9,436.1 

Production 

295,430.4  (C) 

2,540.0 

(D) 

83,888 

11,858 

(B) 

363,465.4 

293,070.1 

Clos.  Inv. 

122,883.4 

47,665.7 

3,232,331 

126,733 

34,095.9 

5,682.3 

327,756.1 

2,219.6 

50,365 

11,813 

359,103.5 

296,823.9 

Further 

Processing 

0.0 

0.0 

0 

0 

359,103.5 

296,821 .3 

Pi  iqI 

ruei 

1  Q  QR1  1 

1  o,oOl .  1 

z,Z1  y.o 

50,000 

0 

U.U 

U.U 

Fl  a  red  /Wa  ste 

0.0 

0.0 

0 

402 

0.0 

U.U 

Met.  UlTT. 

(lzo.7) 

0.0 

0 

0 

0.0 

Z.O 

Deliveries 

oU9,0J0.7 

0.0 

0 

11     A  1  1 

1 1 ,41 1 

0.0 

U.U 

997  7Rfi  1 
OZ  /,  /  DD.  I 

9  91  Q  ft 

z,z  I  y.o 

OU,  JOO 

11  Q1Q 
I  I  ,o  I  O 

9QR  R99  Q 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

28,670 

74,871 

12,037,408 

10,580 

343,130 

83,387 

Fr.  Other 

0 

0 

0 

0 

0 

0 

Production 

685,347  (C) 

4,229 

(D) 

128,996 

30,187 

(B) 

978,314 

845,268 

Clos.  Inv. 

40,779 

73,380 

12,166,404 

10,422 

291,715 

207,650 

673,238 

5,720 

0 

30,345 

1,029,729 

721,005 

Further 

Processing 

0 

0 

0 

0 

1,029,730 

721,006 

Fuel 

5,390 

0 

0 

30,345 

0 

0 

Flared/Waste 

0 

5,720 

0 

0 

0 

0 

Met.  Diff. 

(22) 

0 

0 

0 

(1) 

(1) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

667,870 

0 

0 

0 

0 

0 

673,238 

5,720 

0 

30,345 

1,029,729 

721,005 

Bitumen  Synthetic  Plant  Operations 


3 


1 992  September 


Year  to  Date 


Suncor  Syncrude 
Oil  Sands  Oil  Sands 


Tonnes 

Grade 

Tonnes 

Grade 

Mined 

30,462,485 

11.83 

Mined 

90,557,507 

10.83 

Processed 

30,434,984 

11.82 

Processed 

89,210,464 

10.83 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

162,861.6 

92.7 

Purchased 

820,743.0 

177.3 

Generated 

0.0 

271.8 

Generated 

0.0 

874.0 

162,861.6 

364.5 

820,743.0 

1,051.3 

Plant  Use 

78,678.2 

364.5 

Plant  Use 

274,025.0 

1,051.3 

Further 

Further 

Processing 

70,419.3 

0.0 

Processing 

546,718.0 

0.0 

Flared 

13,764.1 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

0.0 

0.0 

162,861.6 

364.5 

820,743.0 

1,051.3 

Bitumen  Synthetic  Plant  Operations  4 

1 992  September 


Year  to  Date 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Naphtha 

Open.  Inv. 

69,263.6 

47,568.8 

3,383,324 

126,143 

46,118.4 

6,044.0 

Production 

2,573,502.8 

41,373.1 

740,166 

95,196 

3,156,438.4 

2,760,660.3 

Clos.  Inv. 

122,883.4 

47,665.7 

3,232,331 

1 26,733 

34,095.9 

5,682.3 

2,519,883.0 

41,276.2 

891,159 

94,606 

3,168,460.9 

2,761,022.0 

Further 

Processing 

0.0 

0.0 

0 

0 

3,168,461 .1 

2,662,013.3 

d  iqI 

ruei 

1  QQ  ~7AA  1 

1  "7  OAR  "7 

i  /,yoo.  / 

D  1  D,  /OH 

0 

0.0 

4,51 1 .7 

Flared/Waste 

o.o 

Zo,ol  0.4 

0 

J, 91 1 

0.0 

0.0 

Met.  uitt. 

0"70  A  QO  Q 

Z/o,49o.y 

0.1 

o  ~r  rr  Act 

375,451 

-1 

(0.2) 

2,365.8 

Deliveries 

o  1  ni  a.A  f\  r\ 
Z,  I  U  I  ,O40.0 

0.0 

0 

90,696 

0.0 

92,1 31 .2 

9  ciQ  ppo  n 

Z,D  1  C7,oO  O.U 

**  1  ,Z  /  O.Z 

QQ 1    1  KQ 

oy  i ,  i  oy 

94,606 

3,168,460.9 

Z,  /O  I  ,uzz.u 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

45,770 

69,251 

11,107,805 

9,713 

455,245 

97,276 

Fr.  Suncor 

0 

0 

0 

0 

106,957 

0 

Production 

7,482,799  (C) 

51,377  (D) 

1,058,599 

321,659  (B)  8,780,445 

7,534,471 

Clos.  Inv. 

40,779 

73,380 

12,166,404 

10,422 

291,715 

207,650 

7,487,790 

47,248 

0 

320,950 

9,050,932 

7,424,097 

Further 

Processing 

0 

0 

0 

0 

9,050,937 

7,526,062 

Fuel 

54,218 

0 

0 

109,396 

0 

0 

Flared/Waste 

0 

47,247 

0 

0 

0 

0 

Met.  Diff. 

8 

1 

0 

0 

(5) 

(101,965) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

7,433,564 

0 

0 

211,554 

0 

0 

7,487,790 

47,248 

0 

320,950 

9,050,932 

7,424,097 

ERCB  ST  92-39 
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Note: 


Inquiries  regarding  this  publication 
should  be  directed  to  the  Board's 
Statistics  Department  at  (403)  297-2537. 


STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 

(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


Suncor 
Oil  Sands 


Tonnes 

Grade 

Mined 

3,752,156 

12.12 

Processed 

3,752,156 

12.12 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

18,218.6 

11.6 

Generated 

0.0 

38.3 

18,218.6 

49.9 

Plant  Use 

7,180.3 

49.9 

Further 

Processing 

9,171.7 

0.0 

Flared 

1,866.6 

0.0 

Metering 

Difference 

0.0 

0.0 

18,218.6 

49.9 

1 992  October 


Year 

Month 

Syncrude 

Oil  Sands 

Tonnes 

Grade 

Mined 

11,434,349 

10.40 

Processed 

12,851,426 

10.55 

External  Energy 

Gas 

Electric 

3  3 

10m 

GWh 

Purchased 

103,906.0 

29.9 

Generated 

0.0 

95.3 

103,906.0 

1 25.2 

Plant  Use 

0.0 

125.2 

Further 

Processing 

0.0 

0.0 

Flared 

0.0 

0.0 

Metering 

Difference 

103,906.0 

0.0 

103,906.0 

125.2 

Bitumen  Synthetic  Plant  Operations 


2 

1 992  October 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 
Crude  Oil 

3 

m 

Other 
Hydro 
-Carbons 
3 

m 

Coke 
tonnes 

Sulphur 
tonnes 

Bitumen 
3 

m 

Distillate 
3 

m 

Suncor 

Diluent 

iva|M  iu  la 

Open.  Inv. 

122,883.4 

47  665  7 

3  232  331 

1  26  73*3 

34  095  9 

5,682.3 

Production 

328,254.0 

(C) 

3,654.4 

(D) 

94,831 

13,063 

(B) 

409,085.7 

340,901 .2 

Clos.  Inv. 

104,195.7 

49,783.3 

3,262,552 

126,910 

37,233.4 

9,451.5 

346,941.7 

1,536.8 

64,610 

12,886 

405,948.2 

337,132.0 

Further 

Processing 

0.0 

0.0 

0 

0 

405,948.2 

337,158.4 

Fuel 

23,213.3 

0.0 

64,61 1 

0 

0.0 

0.0 

Flared/Waste 

0.0 

1,536.8 

0 

447 

0.0 

0.0 

Met.  Diff. 

66.0 

0.0 

(1) 

1 

0.0 

(26.4) 

Deliveries 

323,662.4 

0.0 

0 

12,438 

0.0 

0.0 

346,941.7 

1,536.8 

64,610 

12,886 

405,948.2 

337,132.0 

Syncrude 

Diluent 

Naphtha 

Open.  Inv. 

40,779 

73,380 

12,166,404 

10,422 

291,715 

207,650 

Fr.  Other 

0 

0 

0 

0 

27,032 

0 

Production 

992,473 

(C) 

6,037 

(D) 

132,849 

44,614 

(B) 

1,218,591 

977,588 

Clos.  Inv. 

40,144 

74,055 

12,299,253 

10,752 

364,973 

163,215 

993,108 

5,362 

0 

44,284 

1,172,365 

1,022,023 

Pi  irthor 
rui  ii  ici 

Processing 

0 

0 

0 

0 

1,172,364 

1,007,150 

Fuel 

7,284 

0 

0 

44,284 

0 

0 

Flared/Waste 

0 

5,362 

0 

0 

0 

0 

Met.  Diff. 

1 

0 

0 

0 

1 

14,873 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

985,823 

0 

0 

0 

0 

0 

993,108 

5,362 

0 

44,284 

1,172,365 

1,022,023 

Bitumen  Synthetic  Plant  Operations 


3 


1 992  October 


Year  to  Date 


Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

Tonnes 

Grade 

Tonnes 

Grade 

Mined 

34,214,641 

11.86 

Mined 

101,991,856 

10.78 

Processed 

34,187,140 

11.86 

102,061,890 

10.79 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

181,080.2 

121.9 

Purchased 

924,649.0 

219.3 

Generated 

0.0 

338.4 

Generated 

0.0 

1,071.1 

181,080.2 

460.3 

924,649.0 

1,290.4 

Plant  Use 

85,858.5 

460.3 

Plant  Use 

274,025.0 

1,290.4 

Further 

Further 

Processing 

79,591.0 

0.0 

Processing 

546,718.0 

0.0 

Flared 

15,630.7 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

103,906.0 

0.0 

181,080.2 

460.3 

924,649.0 

1,290.4 

Bitumen  Synthetic  Plant  Operations 


4 


1 992  October 


Year  to  Date 


Operator  Products  Intermediates 


Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Naphtha 

Open.  Inv. 

69,263.6 

47,568.8 

3,383,324 

126,143 

46,118.4 

6,044.0 

Production 

2,901,756.8 

45,027.5 

834,997 

108,259 

3,565,524.1 

3,101,561.5 

Clos.  Inv. 

104,195.7 

49,783.3 

3,262,552 

126,910 

37,233.4 

9,451.5 

2,866,824.7 

42,813.0 

955,769 

107,492 

3,574,409.1 

3,098,154.0 

Further 

Processing 

0.0 

0.0 

o 

o 

3  574  409  3 

2  999  171  7 

Fuel 

162  957  4 

17  965  7 

580  319 

0 

0  0 

4,51 1 .7 

Flared/Waste 

0.0 

24,847.2 

o 

4,358 

0.0 

0.0 

Met.  Diff. 

278,564.9 

0.1 

375,450 

0 

(0.2) 

2,339.4 

Deliveries 

2,425,302.4 

0.0 

0 

103,134 

0.0 

92,131.2 

2,866,824.7 

42,813.0 

955,769 

107,492 

3,574,409.1 

3,098,154.0 

oyncruoe 

Diluent 

Naphtha 

Open.  Inv. 

45,770 

69,251 

11,107,805 

9,713 

455,245 

97,276 

Fr.  Suncor 

0 

0 

0 

0 

133,989 

0 

Production 

8,475,272  (C) 

57,414  (D) 

1,191,448 

366,273  (B) 

9,999,036 

8,512,059 

Clos.  Inv. 

40,144 

74,055 

12,299,253 

10,752 

364,973 

163,215 

8,480,898 

52,610 

0 

365,234 

10,223,297 

8,446,120 

Further 

Processing 

0 

0 

0 

0 

10,223,301 

8,533,212 

Fuel 

61,502 

0 

0 

153,680 

0 

0 

Flared/Waste 

0 

52,609 

0 

0 

0 

0 

Met.  Diff. 

9 

1 

0 

0 

(4) 

(87,092) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

8,419,387 

0 

0 

211,554 

0 

0 

8,480,898 

52,610 

0 

365,234 

10,223,297 

8,446,120 
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STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 


(A)  Distillate  Production  does  not  include  heavy  fuel  oil. 

(B)  Sulphur  Production  includes  flared/waste. 

(C)  Synthetic  Crude  Oil  production  does  not  include  diluent  Naphtha  production, 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

(D)  Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1 


1992  November 


Year  Month 


Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

Tonnes 

Grade 

1  Ul  II  ICO 

Grade 

MinpH 

3  339  689 

12.51 

Mineo 

I  I  .*f  I 

3  339  689 

12.51 

Processed 

ion-ID  r\o7 

iZ  uio  uy/ 

TU.yo 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

IU  III 

GWh 

Purchased 

15  979.9 

3.5 

Purchased 

102  074.0 

30.7 

Generated 

0.0 

45.0 

Generated 

0.0 

115.2 

15  979.9 

48.5 

102  074.0 

145.9 

Plant  Use 

4  984.8 

48.5 

Plant  Use 

26  094.0 

145.9 

Further 

Further 

Processing 

9181.2 

0.0 

Processing 

75  980.0 

0.0 

Flared 

1  813.9 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

0.0 

0.0 

15  979.9 

48.5 

102  074.0 

145.9 

Bitumen  Synthetic  Plant  Operations 


2 


1992  November 


Year  Month 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

INapi  III  la 

Onpn  ln\/ 

1fl4  7 

IVJH  lijO.I 

q  oco  ceo 

O  ZOZ  DDZ 

19R  Qin 

IzO  v7  IU 

T7  9T*  A. 

Q  4S1  5 

Production 

309  878.9  (C) 

(  3  236  2}  (D^ 

88  054 

12  400  (B^ 

384  646.7 

312  577.2 

Clos.  Inv. 

122  566.0 

44  261.5 

3  279  642 

126  910 

44  940.9 

3  030.7 

291  508.6 

2  285.6 

70  964 

12  400 

376  939.2 

318  998.0 

Further 

Processing 

0.0 

0.0 

0 

0 

376  939.2 

318  489.5 

Fuel 

19  440.7 

0.0 

70  965 

0 

0.0 

0 

Flared/Waste 

0.0 

2  285.6 

0 

416 

0.0 

0 

Met.  Diff. 

575.3 

0.0 

(  1) 

0 

0.0 

508.5 

Deliveries 

271  492.6 

0.0 

0 

11  984 

0.0 

0 

291  508.6 

2  285.6 

70  964 

12  400 

376  939.2 

318  998.0 

Syncrude 

Diluent 

Manhtha 
iNctpnu  la 

wfJcll.  1 1 IV. 

AP\  AAA 

19  9QQ  9^ 

IZ  ZC7v7  ZvJO 

10  7^9 
1  U  f  oz 

^fvd  Q7^ 

1R^  91^ 
1 uo  Z  1  \J 

Fr  Other 

o 

0 

0 

0 

31  415 

0 

Production 

1  008  189  (C) 

1  874  (D) 

131  717 

41  774  (B) 

1  190  022 

936  173 

v^luo.  1 1  1 V . 

38  221 

70  669 

12  430  970 

10  539 

460  216 

99  567 

1  010  112 

5  260 

0 

41  987 

1  126  194 

999  821 

i  Ul  11  lcl 

Processing 

0 

0 

0 

0 

1  126  195 

992  828 

Fuel 

7  313 

0 

0 

0 

0 

0 

Flared /Waste 

0 

5  260 

0 

0 

0 

0 

Met.  Diff. 

3 

0 

0 

0 

d) 

6  993 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

1  002  796 

0 

0 

41  987 

0 

0 

1  010  112 

5  260 

0 

41  987 

1  126  194 

999  821 

Bitumen  Synthetic  Plant  Operations 


3 


Suncor 
Oil  Sands 


Tonnes  Grade 


Mined  37  554  330  11.92 

Processed  37  526  829  11.92 


External  Energy 

Gas  Electric 
3  3 

10  m  GWh 


Purchased  197  060.1  125.4 

Generated  0.0  383.4 

197  060.1  508^8 


Plant  Use  90  843.3  508.8 
Further 

Processing  88  772.2  0.0 

Flared  17  444.6  0.0 
Metering 

Difference                      0.0  0.0 

197  060.1  508.8 


1992  November 
Year  to  Date 

Syncrude 
Oil  Sands 


Tonnes  Grade 


Mined  115  593  365  10.85 

Processed  114  079  987  10.81 


External  Energy 
Gas  Electric 

3  3 

10  m  GWh 


Purchased  1  026  723.0  250.0 

Generated   O0  1,186.3 

1  026  723.0  1  436.3 


Plant  Use  323  496.0  1  436.3 
Further 

Processing  703  227.0  0.0 

Flared  0.0  0.0 
Metering 

Difference   O0  O0^ 

1  026  723.0  1  436.3 


Bitumen  Synthetic  Plant  Operations 


4 


1992  November 


Year  to  Date 


Operator 

Products 

Intermediates 

Synthetic 

Other 

Coke 

Siilnhnr 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

3 

m 

m 

tonnes 

tonnes 

m 

m 

Qi  mrnr 

Diluent 

Naphtha 

Open.  Inv. 

69  263.6 

47  568  8 

3  383  324 

126  143 

46  118.4 

6  044.0 

Production 

3  211  635.7  (C) 

41  791.3  (D) 

923  051 

120  659  (B) 

3  950  170.8 

3  414  138.7 

Cln^  Inv 

wlUo.  II  IV. 

A  A  OR1  c 
*T*t  ZD  I  .Q 

q  97Q  gao 

I  ZD  C7  I  U 

•ft  57*tU.57 

3158  333.3 

45  098.6 

1  026  733 

119  892 

3  951  348.3 

3  417  152.0 

Further 

Processing 

0.0 

0.0 

0 

0 

3  951  348.5 

3  317  661.2 

Fuel 

201  180.8 

0.0 

651  284 

0 

0.0 

4  511.7 

Flared/Waste 

0.0 

45  098.5 

0 

4  774 

0.0 

0.0 

Met.  Diff. 

556.3 

0.1 

375  449 

0 

(0.2) 

2,847.9 

Deliveries 

2  956  596.2 

0.0 

0 

115118 

0.0 

92,131.2 

3158  333.3 

45  098.6 

1  026  733 

119  892 

3  951  348.3 

3  417  152.0 

Syncrude  Diluent 


Naphtha 


Open.  Inv. 

45  770 

69  251 

11  107  805 

9  713 

455  245 

97  276 

Fr.  Suncor 

0 

0 

0 

0 

165  404 

0 

Production 

9  483  461  (C) 

59  288  (D) 

1  323  165 

408  047  (B) 

11  189  058 

9  448  232 

Clos.  Inv. 

38  221 

70  669 

12  430  970 

10  539 

460  216 

99  567 

9  491  010 

57  870 

0 

407  221 

11  349  491 

9  445  941 

Further 

Processing 

0 

0 

0 

0 

11  349  496 

9  526  040 

Fuel 

68  815 

0 

0 

0 

0 

0 

Flared/Waste 

0 

57  869 

0 

0 

0 

0 

Met.  Diff. 

12 

1 

0 

0 

(5) 

(  80  099) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

9  422  183 

0 

0 

407  221 

0 

0 

9  491  010 

57  870 

0 

407  221 

11  349  491 

9  445  941 
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STANDARDS  OF  MEASUREMENTS 


1.  Grade:  Mass  per  cent  Bitumen  in  Oil  Sands. 

o 

2.  Gas  volume  at  101.325  kpa  and  15  C. 

o 

3.  Liquid  Volume  at  15  C. 


NOTES 
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Bitumen  Synthetic  Plant  Operations 

1992  December 
Year  to  Date 


Operator   Products  Intermediates 


Synthetic 

Other 

Coke 

Sulphur 

Bitumen 

Distillate 

Crude  Oil 

Hydro 

-Carbons 

3 

3 

3 

o 

m 

m 

tonnes 

tonnes 

m 

m 

Suncor 

Diluent 

Nanhtha 

1  lO^I  III  IQ 

Hncn  lr*»\/ 
wfJoll.  1 1 IV. 

oy  zDo.u 

/17  Rfift  ft 
4/  ODO.O 

0  OOO  oz4 

IOC  1/11 

1Z0  14o 

Ad  11ft  A 
40  I  I0.4 

O  U4M-.U 

Production 

3  461  541  2 

45  ^45  ^ 

qqc.  fill 

ill  142 

4  239  816  7 

3  604  435  5 

Clos.  Inv. 

75  030.2 

45  602.4 

3  286  630 

126  910 

23  888.3 

6  442.5 

3  455  774.6 

47  311.7 

1  092  325 

130  375 

4  262  046.8 

3  604  037.0 

Further 

Processing 

0.0 

0.0 

0 

0 

4  262  046.9 

3  504  545.7 

Fuel 

201  180.8 

0.0 

716  876 

0 

0.0 

4511.7 

Flared/Waste 

16  410.8 

47  311.6 

0 

5150 

0.0 

0.0 

Met.  Diff. 

3  421.3 

0.1 

375  449 

(  1) 

(  0.1) 

2  848.4 

Deliveries 

3  234  761.7 

0.0 

0 

125  226 

0.0 

92  131.2 

3  455  774.6 

47  311.7 

1  092  325 

130  375 

4  262  046.8 

3  604  037.0 

Svncrude 

Diluent 

Napntna 

wpen.  inv. 

40  (  f\) 

Da  ZO  I 

111 07  ftO^ 
II   lUf  OUO 

Q  711 
a  I  IO 

400  ZtO 

Q7  97R 
C7/  Z/  O 

pi.  ouncor 

u 

u 

n 
u 

u 

ift.n  7iR 

1 OU  /  OO 

U 

Production 

10  440  U1  /  (C) 

ice  /r»\ 
bo  loo  (U; 

1  400  zio 

AAQ  n^K  /D\ 
44o  UoO  (d) 

IZ  ZOO  olO 

iu  o/o  oyo 

CJos.  Inv. 

1o  yob 

CO  QCQ 

by  oOo 

IZ  OOO  uzu 

in  ftci 
IU  OOO 

A"XA  Kno 
404  OUZ 

71  CQQ 

#  o  oyo 

IU  4/  4  OO  I 

oz  ooy 

n 

44fi  ftft5 

1 9  4R7  7Q/1 

IZ  tO/    /  <JH 

1  n  Ann  ^74 

1 U  *+UU  Oft 

Further 

Processing 

0 

0 

0 

0 

12  467  799 

10  478  036 

Fuel 

75  718 

0 

0 

0 

0 

0 

Flared/Waste 

0 

62  558 

0 

0 

0 

0 

Met.  Diff. 

52 

1 

0 

0 

(  5) 

(  77  662) 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

10  399  061 

0 

0 

446  885 

0 

0 

10  474  831 

62  559 

0 

446  885 

12  467  794 

10  400  374 

Bitumen  Synthetic  Plant  Operations 

1 

1992  December 

Year 

Month 

Suncor 

Syncrude 

Oil  Sands 

Oil  Sands 

TnnnflQ 

Tonnes 

Grade 

Mined 

2  672  723 

12.11 

Mined 

9  446  797 

10.73 

Processed 

z  b/2  723 

12.11 

Processed 

10  622  493 

11.22 

External  Energy 

External  Energy 

Gas 

Electric 

Gas 

Electric 

3  3 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

19  503.0 

5.5 

Purchased 

110  177.0 

32.7 

ocilcrdlcvJ 

U.U 

/in  /i 
4U.4 

Generated 

0.0 

113.9 

1  q  Rni  n 

40. y 

110  177.0 

146.6 

Plant  Use 

10  848.4 

45.9 

Plant  Use 

39  251.0 

146.6 

Further 

Further 

Processing 

6  580.1 

0.0 

rrocessmg 

70  926.0 

0.0 

Flared 

2  074.5 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.0 

0.0 

Difference 

0.0 

0.0 

19  503.0 

45.9 

110  177.0 

146.6 

Bitumen  Synthetic  Plant  Operations 


2 

1992  December 


Year  Month 


Operator 


Products 


Intermediates 


Suncor 

Open.  Inv. 
Production 
Clos.  Inv. 

Further 
Processing 
Fuel 

Flared /Waste 
Met.  Diff. 
Deliveries 


Synthetic 
Crude  Oil 


m 


Other 
Hydro 
-Carbons 
3 

m 


Coke  Sulphur 


Bitumen 


tonnes 


tonnes 


m 


297  441.3 


2  213.1 


65  592 


10  483 


310  698.5 


0.0 
0.0 
16  410.8 
2  865.0 
278  165.5 


0.0 
0.0 
2  213.1 
0.0 
0.0 


0 

65  592 
0 
0 
0 


0 
0 

376 

(1) 
10108 


310  698.4 
0.0 
0.0 
0.1 
0.0 


Distillate 


m 


Diluent 
Naphtha 

122  566.0  44  261.5  3  279  642      126  910  44  940.9  3  030.7 

249  905.5  (C)       3  554.0  (D)  72  580       10  483  (B)  289  645.9        258  734.3  (A) 

75  030.2  45  602.4  3  286  630      126  910  23  888.3  6  442.5 


255  322.5 


255  322.0 
0.0 
0.0 
0.5 
0.0 


297  441.3 


2  213.1 


65  592 


10  483 


310  698.5 


255  322.5 


Syncrude 

Open.  Inv. 
Fr.  Other 
Production 
Clos.  Inv. 

Further 
Processing 
Fuel 

Flared/Waste 
Met.  Diff. 
Diluent  Carryover 
/Rerun 
To  Suncor 
Deliveries 


Diluent 
Naphtha 

38  221             70  669  12  430  970  10  539  460  216  99  567 

0                   0  0              0  15  442  0 

961  556  (C)         3  878  (D)  132  050  39  988  (B)  1  077  257  928  464  (A) 

15  956            69  858  12  563  020  10  863  434  502  73  598 


983  821 


0 

6  903 
0 
40 

0 
0 

976  878 


4  689 


0 
0 

4  689 
0 

0 
0 
0 


39  664 


0 
0 
0 
0 

0 
0 

39  664 


1  118413 


1  118413 
0 
0 
0 

0 
0 
0 


954  433 


951  996 
0 
0 

2  437 

0 
0 
0 


983  821 


4  689 


39  664 


1  118413 


954  433 


1  Bitumen  Synthetic  Plant  Operations 

1992  December 
Year  to  Date 


Suncor  Syncrude 
Oil  Sands  Oil  Sands 


Tonnes 

1  VI  II  IWW 

Grade 

Tonnes 

Grade 

Mined 

40  227  053 

11.93 

Mined 

125  040  162 

10.84 

Processed 

40  1 QQ  tt? 

1  C7C7  \J\Jt- 

124  702  480 

10.84 

CAioriidi  energy 

External  Energy 

oas 

Electric 

Gas 

Electric 

o  o 

3  3 

10  m 

GWh 

10  m 

GWh 

Purchased 

216  563.1 

130.9 

Purchased 

1  136  900.0 

282.7 

Generated 

0.0 

423.8 

Generated 

0.0 

1  300.2 

216  563.1 

554.7 

1  136  900.0 

1  582.9 

Plant  Use 

101  691.7 

554.7 

Plant  Use 

362  747.0 

1  582.9 

Further 

Further 

Processing 

95  352.3 

0.0 

Processing 

774  153.0 

0.0 

Flared 

19  519.1 

0.0 

Flared 

0.0 

0.0 

Metering 

Metering 

Difference 

0.2 

0.0 

Difference 

0.0 

0.0 

216  563.3 


554.7 


1  136  900.0 


1  582.9 


